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The attached chart of the proposed Table of Organization ( or the 
Security Branch, Central Planning Staff, CIO, ia furnished herewith In 
accordance with the request contained in your weraoranium, dated 11 June 
19 ) 40 , 


Colonel, Odd 

Acting chief, Security Branch, 


25X1 A9a 
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